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MASTERS. 
The Property of Guy G. Repron, Esq. ; 
The Property of the Hon. Jasper Ripiey; 
The Property of Str Cuarites OaKeiny, Br, 
The Property of the late Dr. OLor Sunpin; 
The Property of Lr.-Cor, E. C. Packxn, D.S.0., O.B.E. ; 
The Property of the ViscountEss Copan ; 
The Property of PripEaux R. Seupy, Hsq. ; 
The Property of the late Henry EH. Trevor, Esq. ; 
The Property of Capr. D. and Lrt.-Con, Sr. Joun Lorrus; 
The Property of Mason Buckuny; 
The Property of Joun Coventry, Esq. ; 
The Property of Lr.-Con. Joun Murray, D.S8.0. ; 
and OTHER PROPERTIES. 
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CATALOGU E 


VALUABLE FARGO ard abte. 


Y OLD MASTERS OF THE ITALIAN, DUTCH & FRENCH SCHOOLS, 
fees Yroperty of Guy G. Repton, Esq., 29, Curzon Street, W. 1 ; 
Ghe Property of the Hon. Jasper Ridlen, 31, Gloucester Place, Portman Square, W.1; 
Che Property of Sir Charles Oakelen, Bt. Hrittenden House, nr. Staplehurst, Kent 
and OTHER PROPERTIES, including 


THE VIRGIN AND CHILD, BY SANO DI PIETRO; THE ADORATION OF THE MAGI, BY THE ZURICH MASTER 
OF THE CARNATION ; THE DEPOSITION OF CHRIST, BY THE MASTER OF THE MAGDALEN LEGEND. 


THE PARLATORIO DELLE MONARCHE, AND INTERIOR OF THE RiIpoTTO, VENICE, BY PreTRO LoNGHt, 
Che Property of the late Ar. Olof Sundin ; 
FINE PORTRAITS OF THE ENGLISH SCHOOL, 
INCLUDING PokTRAITS BY STIR PETER LELY AND SiR WILLIAM BrEEcuey, R.A., 
Ghe Property of Lt.-Col. G. ©. Pache, v.s.0., o.B.u., Stretton Hall, Leicester ; 
PORTRAIT OF ADMIRAL SAMUEL BARRINGTON, BY Stk JOSHUA REYNoLps, P.R.A., 
Ghe Property of the Wisconntess Cobham, Hagley Hall, Stourbridge ; 
PorTRAIT GRouP, BY JOHN ZoFFANY, R.A., 


Ghe Property of Prideans N. Selby, Esy., 
of Shotton, Northumberland, and 37, Egerton Terrace, 8. W. 


DAVID GARRICK AS SIR JOHN BRutTk, BY JOHN ZOFFANY, R.A., 
Che Property of the late Henry G. Grebor, Esy. ; 
Portrait oF Mr. RicHarp (‘* DickIE”) BARNARD, BY GEORGE ROMNEY, 

Dhe Property of Capt. D. and Lt.-Col. St. John Loftus ; 
Porrratrr oF Mrs. FrirzHERBERT, BY GEORGE Romney, the Property of a Nobleman ; 
PorTRAIT OF JOHN THOMAS Batt, BY GEORGE ROMNEY, 

Ghe Property of Major Buckley, New Hall, Salisbury ; 


PorrTRAItTs, BY SIR GODFREY KNELLER, AND A PASTEL PoRTRAIT OF BARBARA, COUNTESS OF 
CovENTRY, BY FRANCIS Cotes, R.A., 


The Property of John Cobentry, Esq., Burgate Manor, Mordingbridge, Salisbury; 
PORTRAITS OF THE AMERICAN SCHOOL, 


The Property of Mrs. G. L. Jenings, Gladswood, Boyne Park, Tunbridge Wells ; 


AND PorRTRAITS OF LITERARY AND HISTORIC INTEREST, 


The Property of Lt.-Col. John Murray, v.s.o., 50, Albemarle Street, W. 1. 


WHICH WILL BE SOLD BY AUCTION 
BY MESSRS. 


oO TH li bY AND Co. 


. D. Hopson, M.V.O WarRk, ©.B.E., M.C. G. Des Graz, B.A. 
Miss E. ae: Ge Ve PILKINGTON, ah 


Auctioneers of Literary Property & Works illustrative of the Fine Aris. 
AT THEIR LARGE GALLERIES, 34 & 35, NEW BOND STREET, W. (1) 
On WEDNESDAY, the 15th of MAY, 1929, 


AT ONE O'CLOCK PRECISELY. 


MAY BE VIEWED FOUR DAYS PRIOR. CATALOGUES MAY BE HAD. 
Illustrated Catalogues (Twelve Plates), Price 5s. 
Printed by in Davy & Sons, Ltd., 8-9, Frith-Street, Soho-square, London, England. 


CONDITIONS OF SALE. 


— 
. 


The highest bidder to be the buyer. If any dispute arise the 
Auctioneer shall have absolute discretion to settle it; and to 
put any disputed lot up again immediately. 


II. No person to advance less than 1s. ; above five pounds 5s., and 
so on in proportion. 


Ul. All lots are sold subject to the right of the seller or his agent to 
bid, or else to impose a reserve. 


iV. The purchasers to give in their names and places of abode, and to. 
pay down 10s. in the pound or more, if required, in part payment 
of the purchase-money ; in default of which the lot or lots 
purchased may be immediately put up again and re-sold. 


V. All lots are sold as shown and with all faults, imperfections and 
errors of description. Messrs. SorHeBpy & Co. act as agents; 
they have full discretion to refuse any bidding or to withdraw 
any lot or lots from the sale without in either case giving any 
reason; they are not responsible for errors of description or 
for genuineness or authenticity of any lot or for any fault or 
defect in it, and make no warranty whatever. 


VI. The lots to be taken away, at the buyer’s risk and expense, 
immediately after the conclusion of the sale ; in default of which 
Messrs. SOTHEBY & Co. will not hold themselves responsible if 
the same are lost, stolen, damaged, or otherwise destroyed, but 
they will be left at the sole risk of the purchaser, and subject to 
a charge for warehousing. If, at the expiration of Two Days 
after the conclusion of the sale, the lots are not cleared or paid 
for, they may then be sold immediately, either publicly or by 
private treaty, without any notice being given to the defaulter. 


Vil. Upon failure of the buyer to comply with any of the above conditions, 
the money deposited in part-payment shall be forfeited ; and the 
defaulter at this sale shall make good any loss arising from the 
re sale, together with the charges and expenses in respect of 
both sales. 

ry) : : . : . 
To prevent confusion no purchases can be claimed or removed 
during the sale. 


Messrs. SOTHEBY & CO. are prepared to execute bids, and in addition to 
advise intending purchasers as far as possible, if requested by them to do so, without 
making any charge for either service. Lots will be procured as cheaply as is 
permitted by other bids or reserves, if any. 


384 «2 35, New Bond Street, London, W.(1) 
Telegraphic Address : n . 
** Abinitio, Wesdo, London.” ee poetic EB 58 
A.B.C. Code, 5th Edition. Gia Meh hae icy Soh 


in sending Commissions this Catalogue may be referred to as ‘“‘MENTIU.” 


COMMISSIONS SENT BY TELEPHONE ARE ACCEPTED ONLY AT THE SENDER’S Ri*K. 
AND MUST BE CONFIRMED BY LETTER OR TELEGRAM. 


CATALOGUE 


OF 


VALUABLE PICTURES 


BY 


OLD MASTERS. 


DAY JOR SALE. 
Wednesday, May 15th, 1929. 


OIL PAINTINGS. 
EH'RAMED. 


Various Owners. 


EARLY ITALIAN SCHOOL. 
LOT 


1 The Virgin worshipping the Infant Christ who is being 
embraced by the young St. John; landscape background 


Panel, arched top 29 in. by 18 in. 


SCHOOL OF CARAVAGGIO. 
2 <A beggar presenting a petition, half-length 


Canvas . 30 in. by 25 in, 


jee) 


(oa) 


L. DI CREDI. 


The Madonna and Child; landscape background 


Panel 25 in. by 1810. 


** Collection: H. S. Murray Stewart, Esq. 


MEMLUING. 


St. John the Baptist with the lamb, standing in a landscape 


Panel, arched top 24 in. by 10 %n. 


PATINIR. 
The Virgin and Child with an angel in a landscape 


Panel, arched top 27 1n. by 20 %n. 


PERUGINO. 
The Archangel Michael 
Panel 23 in. by 16 1M. 
** Collection: David Martin Currie, Esq. 


KARLY FLEMISH SCHOOL. 


The Deposition of Christ : Composition of eight figures, with 
a city by a river in the distance 


Panel 264 mm. by 304 in. 


ITALIAN SCHOOL. 
17th Century. 
The Virgin and Child with Saint Joseph 
Canvas 55 in. by 43 in. 


SPANISH SCHOOL. 


9 St. Peter Penitent 
Panel R41n. by 194 in. 


Baye oi GN. 


1@ Two Wings of a Triptych representing the male and female 
members of a family 


Panels, arched above 48 in. by 16m. 2 


The Property of Guy G. Repton, Esq. 


29, Curzon Street, W.1. 


SEBASTIAN DEL PIOMBO (AFTER). 


il Portrait of a Lady 


Panel ain. by 21107. 


MURILLO. 


i2 The Virgin, full-length, seated, holding in her lap the Infant 
Christ imparting the Benediction 


Canvas 58 in. by 387 in, 


The Property of a Laoy. 


SANO DI PIETRO. 


18 The Virgin and Child with six angels, one of whom places a 
wreath of flowers on the Infant Christ’s head, and two 
saints 


Panel, gold background 234 in. by 18 in. 
** Collection: Charles Elliot Norton. 


[See ILLUSTRATION. | 


Che Property of the bon. Jasper Ridley, 
31, Gloucester Place, Portman Square, W.1. © 


SCHOOL OF GIOTTO. 
14 St. Christopher; gold background 
Panel, peaked top 42 in. by 20%. 
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Che Property of a Gentleman. 


THE ZURICH MASTER OF THE CARNATION. 


(ZUERCHER NELKENMEISTER. ) 


The Adoration of the Magi 


oe 
4 
us 


In the foreground on the left the Virgin is seated in 
front of a ruined shed with the Infant Christ on her lap; 
on the right kneels the eldest king in adoration, he has 
just handed his offering to the Virgin; further back stand 
the two other Magi with their offermgs and towards the 
right are seen a few of the suite; landscape distance with 
river valley and a castle on the left; black and gold back- 
ground; in the foreground hes a red carnation which the 
Master used as a signature 


Panel 67 wm. by 45 m., 170 cm. by 117 em. 


‘The painter of this picture is a Master trained in Alsace 
who, about 1470, came to Zurich and there became a 
leading painter. Other works by him are to be seen in 
the Landesmuseum at Zurich, the Kaiser - Friedrich 
Museum, Berlin, and the collection of the Bishop of St. 
Gall. The present picture is one of the most notable 
examples of early Swiss painting. 


[See InLusTRATION. | 


The Property of Ibenry Studbolme, est 
Perridge House, nr, Exeter. 


THE MASTER OF THE MAGDALEN LEGEND. 


16 The Deposition of Christ: Composition of six figures at the 
foot of Golgotha on which are seen the empty crosses 


Panel, curved top 26 in. by 234 in. 


Various Owners. 


GIACOMO PACCHIAROTTO. 


1% The Virgin and Child with St. Catherine of Alexandria and 
another female saint 


Panel, arched top 28 in. by 182 an. 


NARDO DI CIONE. 


18 Pieta: The Dead Christ in His Tomb, supported by the Virgin 
and St. John, gold background 


Panel Thin. by 19 in. 


* From the collection of Lord Carmichael of Skirling. 
Exhibited at the Burlington Fine Arts Club, 1923. Repro- 
duced in Apollo, vol. I, p. 68. 


a 


PARRI SPINELLI. 
19 Head of an Angel, gold background 
Panel 6hin by 6 i. 


*; From the collection of Lord Carmichael of Skirling. 
Exhibited at the Burlington Fine Arts Club, 1923, no. 76. 
Reproduced in Apollo, vol. I, p. 68. 


DRAWINGS. 
IN THE PORTFOLIO. 


Che Property of a Lady. 


CELLINI. 


20 Venus and Cupid standing on a dolphin 


Pen-and-ink with wash 6in. by 31M. 


TITIAN. 


21 Landscape with two figures, including a king, asleep 1 the 
foreground 
Pen-and-ink 11g in. “by 94 1m. 
** Collections: Sir T. Lawrence, W. Hsdaile, C. S. Bale and 
Charles Elliot Norton. 


OIL PAINTINGS. 
FRAMED. 


The Property of a Gentleman. 


F. GUARDI. 


22 Venice: The Square of St. Mark’s with figures and banners 


flying 
Pen and bistre wash 14 in. by 194m. 
F. GUARDI. 
23 An Island near Venice, numerous figures in gondolas in the 
foreground 
Canvas Qin. by 15 mM. 


Warious Owners. 


BRONZINO. 


24 Portrait of Giovanni di Medici, in slashed red doublet em- 
broidered with gold and with embroidered white collar, 
holding a scroll, half-length, turned to the left 


On slate 28 in. by 221M. 


** Collections: Mrs. Robertson and Miss Rawlinson. 
Removed from the Villa Medici, Fiesole, Florence. 


ey 


VENETIAN SCHOOL. 
25 Canal Scene with buildings, gondolas and figures 


Canvases, a pair 16mm. by 121. 2 


** Collection of Sir C. H. Webb. 


GUARDI. 
26 Scene in Venice 
Canvas Bhan. by Tin. 
And another 2 
F. GUARDI. 


27 Interior with figures in 18th Century dress 


Panel Shin. by 4m. 


The Property of the late Dr. Olof Sundin. 


PIETRO LONGHI. 


28 The Parlatorio delle Monache: Composition of numerous 
figures, on the left a group of musicians | 


Canvas 33 in. by 45 1n. 


** 'This picture and its companion piece can be traced in the 
possession of the family of the late owner’s widow as far 


back as the 18th Century. 


[See ILLUSTRATION. | 


PIETRO LONGHI. 


Interior of the Ridotto, Venice, with numerous figures in con- 


29 
temporary costumes, several of them wearing masks 


Canvas 33 in. by 45 1n. 


[See ILLUSTRATION. | 
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The Property of a Gentleman. 


SCHOOL OF TENIERS. 
Interior with Boors carousing 


Canvas 


CRAESBECK. 
Domestic Interior with figures 


Panel 


DUTCH SCHOOL. 
17th Century. 


Nymphs asleep surprised by Satyrs 


Panel, oval 


FLEMISH SCHOOL. 


Landscape with a cottage and figures 


Canvas 


Various Owners. 


FLEMISH SCHOOL. 
16th Century. 


rad) 
rans) 
oh 


Lin. by 18 im. 


94in. by 121. 


205 m. by 274 iM. 


264 in. by 33 in. 


34 A View of a City Square, with figures in contemporary 


costume, including some in the foreground spinning and 


lacemaking 


Canvas 


78 in. by 62 in. 


14 
FLEMISH SCHOOL. 
16th Century. 


35 A Landscape with numerous figures, including a man and 
woman in the foreground carding wool 


Canvas 78 in. by 621n. 


A. VANDER NEER. 


36 A Riverscape by moonlight 


Bears monogram 


Panel 14in. by 181n. 
G. COQUES. 
37% Portrait of a Gentleman with his wife and children outside a 
chateau 
Panel 28 in. by 37 in. 


** Collection : Earl of Camperdown. 


JANSSENS. 


38 Portrait of a Dutch Navigator, three-quarter-length, turned lo 
the right, shipping in the background 


Dated 1619 
Panel 45 im. by 34 in. 
** Collection : Lord Walter Talbot Kerr. 


Jiu VANS GORY) Dis 


39 Riverscape with a view of castle and a ferry-boat in the 
foreground 


Bears signature and date 1647 


Canvas 341m. by 50 in. 


DUTCH SCHOOL. 


40 Portrait of Edward Whislow, one of the Pilgrim Fathers, in 
black dress with white linen collar, half-length, turned to 
the right 


Canvas 30 in. by 40 in. 


.* Hdward Whislow, one of the Pilgrim Fathers, Governor 
of Plymouth Colony, sailed in the “ Mayflower” 1621. 
Published “ Good News from New England 1624.” His 
second wife was Mrs. Susanna White, who was the first 
bride in New England, and her child was the first white 
child born in New England. 

From the collection of Victor vander Weyer, grandson 
of Joshua Bates, of Boston, Mass, 1788-1864, who was 
umpire between the U.S. and England for settling claims 
after the war, 1812. 


ROSLIN. 


41 Portrait of Jean Jacques Rousseau, half-length, turned to the 
right, seated, holding a paper, in pale blue coat, powdered 
hair 


Canvas 32%. by 26 in. 


* Collection : Hon. Percy Mitford. 


DUTCH SCHOOL. 


17th Century. 


42 An Old Man reading, in front of him a boy looking up from 
a bowl of food, composition of two half-lengths 
Inscribed below : “I. W. Stap ” 


Panel 26%. by 2010. 
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DUTCH SCHOOL. 
1612. 


424 Portrait of a little Girl standing holding a basket of cherries 
in her left hand and an apple in her right 


Inscribed: “ Aetatis sua 2, A 1612,” beneath a lozenge 
in an orange glass 


Panel 344 in. by 26 in. 


NICHOLAS POUSSIN (ArtrRiBuTED To). 
43 Hagar and Ishmael 


Canvas 19$ in. by 264 in. 


SCHOOL OF WATTEAU. 


44. ‘Two Overdoors : The Minuet and Blind Man’s Buff 


Canvases, @ pair 21in. by 386in. 2 
WATTEAU. 
45 A Féte Champétre 
Canvas , 32am. by 40 in. 
FRENCH SCHOOL. 
46 Head of a Woman 
Pastel 124n. by 91n. 


J. (DE EROY. 
47 Portrait of a Lady of the Court of Louis XIII, with negro 
page 
Signed and dated 1638 


Canvas SL in. by B88 tn. 


17 
FRENCH SCHOOL. 


48 Portrait of Marat seated in his study holding the Cap of 
Liberty 


Canvas 16 in. by 13 in. 
FRENCH SCHOOL. 


49 ‘Taking Coffee 
Millboard 12%. by 9 in. 


The Property of Sir Charles Oakeley, Bt. 


Frittenden House, nr. Staplehurst, Kent. 
VAN MGOY EIN: 
50 A Dutch Village with a wayside tavern and figures 
Panel 11lin. by 16 in. 


** Collection : Thomas Parsons. 


D. VAN HORT. 


51 Italian Landscape with classical ruins and figures 
Signed with initials 
Panel 16 in. by 21 1n. 


** Collection: ‘homas Parsons. 


MORLAND. 
52 Interior of a Stable 
Canvas 19 in. by 24 in. 


** Collection : Thomas Parsons. 
B 
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DUTCH SCHOOL. 


53 Portrait of a Man in a fur cap, holding a sack 
Canvas 30m. by 24 1n. 


** Collection: Thomas Parsons, 


CUYP: 


54 Landscape with an encampment on the banks of a river; in 
the foreground, a man on horseback, cattle resting, and 
some figures 


Panel 22 in. by 30 in. 


** Collection : Thomas Parsons. 


BERCHEM. 
54A Italian Landscape with shepherds tending their flocks 
Canvas 13h in. by 17 iv 


** Collection : Thomas Parsons. 


BOTH. 


548 Italian Landscape with figures and cattle on a road by a river 
Panel 14din. by 21 10H. 


** Collection : Thomas Parsons. 


DUTCH SCHOOL. 


o4c Landscape with a farmhouse and figures 
Panel 29 in. by 22d 1n. 


** Collection : Thomas Parsons. 


id 


ITALIAN SCHOOL. 


4p Classical Ruins and figures 
Canvas 24 in. by 18 in. 


** Collection : Thomas Parsons. 


LUCAS VAN UDEN. 


~ 


546 Hilly Landscape with a river, and figures hauling in the net 
(figures by Teniers) 


Canvas 33 in. by 47 12. 


** Collection : Thomas Parsons. 


THE 
Property of Zt.-Col. 0. C. Packe, v.s.0., one. 
Stretton Hall, Leicester. 


‘THE FOLLOWING FOUR PORTRAITS FORMED PART OF THE COLLECTION 

At PRESTWOLD Hatt, LOUGHBOROUGH, WHICH IS DESCRIBED BY 

JoHN NicHoLts, F.S.A., In History and Antiquities of the Courts 
of Leicester,’ vol. III, part I, p. 353. | 


SIR PETER LELY. 
%) Portrait of a Gentleman, said to be Mr. Best, half-length, 
turned to the left, in dark brown mantle 


Canvas 30 in. by 25 in. 
Bo 
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WILLEM WISSING. 


56 Portrait of Dorothy Houblen (née Hubert) (1650-1702), wife 
of Abraham Houblon (1639-1722), merchant, Director 
and Governor of the Bank of England, and eighth son of 
James Houblon, merchant, of London, three-quarter- 
length, seated, in red dress with blue cloak, holding a book 
of music in right hand, a bowl of flowers on a pedestal 
on the right 


Signed * Wm. Wissing, Fecit ” 


Canvas 50 in. by 40 in. 


KNELLER. 


£7 Portrait of a Lady, said to be Lady D’Oyley (née Mary Hadley), 
wife of Sir Wilham D’Oyley, of Shottesham, Norfolk, 
attired as The Magdalen, reading the Gospels (open at a 
page on which is inscribed “ St. Luke L. 29. And when 
she saw him she was troubled at his saying”), three- 
quarter-length 


Canvas | 50 in. by 40 in. 


SIR- PETER: LELY. 


58 Portrait of Catherine Houblon, born 1666, elder daughter of 
Sir James Houblon, merchant, Alderman of Aldgate 
Ward, M.P. for City of London 1698-1700, one of the 
original directors of the Bank of England 1694, three- 
quarter-length, in white satin gown, and carrying a bough 
which a lamb is nibbling, landscape background 


Canvas 50in. by 40 in. 
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SIR WILLIAM BEECHEY, B.A. 


59 Portrait of Mrs. Packe-Reading (née Kitty Jenkyn Hort) 
(1800-1870), wife of Charles William Packe, Esq., M.P., 
formerly of Prestwold Hall, Loughborough; full-length, 
in white dress, seated, with an open book in her lap, on 
the right a table, red drapery and landscape background 
Signed with initials and dated 1823 


Canvas 564 in. by 44 10. 


[See ILLUSTRATION. | 


The Property of the Viscountess Cobbam, 
Hagley Hall, Stourbridge. 


Bee Woh Aeon beY IN DDS," hha: 


60 Portrait of Admiral Samuel Barrington (born 1729, clicd 
1800), half-length, in uniform, head to left, background 
of blue sky 


Canvas 30m. by 25 in. 


The Property of Prideaur KR. Selby, sq. 


of Shotton, Northumberland; and 3%, Egerton Terrace, S.W.3. 


JOHN ZOFFANY, B.A. 


G1 Portrait group of Hugh, second Duke of Northumberland 
(1742-1817), seated in an armchair, on the right, by a 
writing-table, handing a deed to Henry Collingwood Selby, 
Esq., of Swanfield and Pawston, Northumberland, stand- 
ing on the left; a fire-place is seen in the background, 
above it and on each side are tapestries 


Canvas 28 in. by 234 1N. 


[See ILLUSTRATION. | 
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The above is a facsimile of the Deed depicted in the 
picture, lot 61. The Deed is sold with the picture. 
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The Property of the late henry E. Trevor, Sq. 
JOHN ZOFFANY, B.A. Sia 


62 Scene from “The Provoked Wite,” containing a portrait ate 
David Garrick in the character of Sir J eo Brute ; | com 
position of nine maar st in a room 


' sf 
- ' : ,* 


i , ae 
Canvas ; | | 400 im. yy ein i ~ 


** This picture is reigned in Dr. Williamson and Lary fe 
Victoria Manners’ book on John Zoffany, p. 201. | 
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Che Property of Richard Burke, Esq. 


Dysart, Ballinakill, Ireland. 


GILBERT STUART. 


63 Portrait of George, first Marquis Townshend (1724-1817), full- 


length, in military uniform, his left arm akimbo and his 
right hand resting on a ledge of rock, landscape 
background ; painted about 1786 

Canvas 95 in. by 58 in. 


Fully described and illustrated by Mr. L. Park in his book 
on Gilbert Stuart, vol. Il, p. 761, no. 848; and vol. IV 
(illustration). George, first Marquis Townshend, fought at 
the Battles of Dettingen and Culloden. After the death 
of General Wolfe at Quebec he took command when the 
town surrendered to him as commander-in-chief. 


Che Property of MDrs. ibheathcote, 
Inttle Blue House, Priestland Place, Lymington. 


JAMES NORTHCOTH, #.A. 


64 Portrait of Dame Harriet Bernard-Morland (1762-1822). 


daughter of William Morland and wife of Sir Bernard 
Scrope, fourth baronet; three-quarter-length, in white 
dress with gold braid, blue ribbon in her hair, pink cloak 
shot with blue, seated by a pedestal on which her right 
elbow rests; on the left a rose-bush, background of rea 
drapery 


Canvas 36m. by 27 aM. 


[See ILLUSTRATION. | 
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The Property of a Mobleman. 


GEORGE ROMNEY. 


65 Portrait of Mrs. Fitzherbert, half-length, in white dress with 
blue sash and white head-dress, seated at a table on which 
she rests her left elbow, background of red drapery 


Canvas 38 in. by 32 in. 


[See ILLUSTRATION. | 


Warious Owners, 


PETERS. 
66 Portrait of a Lady, half-length, in pink dress and blue cloak, 
turned to the right 231m. by 18 %n. 


GEORGE ROMNEY. 
G7? Portrait of a Lady in puce coloured dress, black lace collar 


and wearing a white lace cap, half-length, turned to the 
left 


Canvas 28 in. by 23 in. 


** Sold with a certificate of Mr. W. Roberts. 


SIR WILLIAM BEECHEY. 


68 Portrait of Sir John Grey Egerton, eighth baronet, half-length, 
in brown coat, turned to the right, background of sky and 
clouds 


Canvas 30 in. by 25 im. 
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INGLISH SCHOOL. 


Gell Tou, 


69 Portrait of a Gentleman, said to be Dr. Johnson, half-length, 
in dark grey coat and white wig, turned to the right 


Canvas 30 in. by 25 in. 


G W. OWEN. 
70 Portrait of a Young Girl in a red dress, filling a pitcher at a 


well 
Canvas 30 in. by 25 in. 


** Wxhibited at the Royal Academy, 1807. 
Ixhibited at the Art Treasures Exhibition, Wrexham. 
Mentioned in Bryan’s “ Dictionary of Painters.” 
Iingraved in mezzotint. 
Painted for Lord de Tabley. 
Collection : Sir R. Brook, 1827. 


GAINSBOROUGH. 


71 Portrait of Mrs. Bellingham, in blue dress, half-length, turned 
to the left. 


Canvas 29 in. by 2410. 


THE PROPERTY OF 


Capt. D. Loftus and of Dt.-Col. St. FJobn Loftus. 


GHEORGHE ROMNEY. 


~ 
rad) 


Portrait of Mr. Richard (“ Dicky”) Barnard, full-length, in 
mole coloured coat, striped waistcoat, white breeches, 
standing in a landscape with his gun and his hat in his 
left hand, his right hand holding a glove, at his feet on 
the left a dog is crouching; wooded landscape distance 


Canvas 95 in. by 59 in. 


[See ILLUSTRATION. | 
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The Property of Major Buckley, 
New Hall, Salisbury. 


GEORGE ROMNEY. 


73 Portrait of John Thomas Batt of New Hall, Salisbury, and 
12 South Audley Street, London, W. [born February 24th, 
1746, died (S.P.) March 8th, 1831], half-length, in blue 
coat and white cravat, powdered hair; background of 
sky 


Canvas 30 in. by 25 %n. 


** John Thomas Batt was Vice-Chancellor of the Duchy of 
Lancaster, Barrister, J.P., D.L., ete. (see Hore’s “ Wilt- 
shire,” vol. III, part iii). He left New Hall to his first 
cousin, Colonel Edward Pery Buckley of Miastead Lodge, 
New Forest, the great-grandfather of the present owner, 
to whom New Hall (and this picture) has descended. 
(See Burke’s “ Landed Gentry.”) John Thomas Batt 
was a personal friend of Romney, Reynolds, ete., also of 
the Harris’ (Lord Malmesbury) and second Lord 
Northington. He was a protégé of William Pitt and first 
Lord Northington. Mentioned in Humphrey Ward and 
W. Roberts’ book on Romney, p. 8. 


[See ILLUSTRATION. | 
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GEORGE ROMNEY. 


74 Portrait of a Gentleman, in all probability Robert Henley, 
second Lord Northington (born 1746?, died 1786), Lord 
Lieutenant of Ireland 1783, half-length, turned to the 
right, in brown coat with yellow embroidered waistcoat, 
white wig and white cravat, wearing the ribbon of the 
Order of the Thistle; neutral background 


Canvas 30 in. by 25m. 


** See Romney’s Diary, 1777. 


GEORGE ROMNEY. 


~? 
a 4 


Portrait of a Man, probably a member of the Buckley or the 
Batt family, half-length, in red coat and waistcoat with 


white wig and cravat, head turned to right; landscape 
background 


Canvas 30 in. by 25 in. 


Various Owners. 


SIR HENRY RAEBURN, B.A. 


76 Portrait of a Gentleman, three-quarter-length, seated at a 


table, his left hand resting on a book; behind him red 
drapery 


Canvas 33 in. by 26 in. 


SIR. WILLIAM BEECHEY, 2.A. 


v7 Portrait of a Lady, half-length, in white muslin dress and 
straw hat with green bows; background of sky 


Canvas 30 in. by 25 in. 
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SIR JAMES WATSON: GORDON, P.&.S.A., B.A. 


78 Portrait of Miss Elizabeth Grey (born May, 1748, died April, 
1856), half-length, in black dress with white head-dress, 
seated, facing 


Canvas 36 in. by 2810. 


ws 


** Miss Elizabeth Grey (the great-great-grand aunt of the 
present owner) was a sister of William Grey of Edinburgh, 
whose portrait was painted by Raeburn at the request of 
the Royal Company of Golfers. 


The Property of Mrs. Osmaston, 


Beacon Crag, Northlever, Cornwall. 


Ee CODES: 


79 Portrait of a Lady, Mrs. James Bousquet (née Mary Parrott), 
1770-1854 


Pastel 241m. by 174 im. 


** Mrs. James Bousquet was the present owner’s great-great- 
grandmother, who died at the age of 84. 


96 
oo 


The [property of Fobn Coventry, Lsq. 
Burgate Manor, Fordingbridge, Salisbury. 
‘THESE PICTURES WERE BROUGHT FROM CROOME, ABOUT 1810, BY 


THE PRESENT OWNERS GREAT-GRANDFATHER, THE HON. JOHN 
COVENTRY, SON OF THE SIXTH HARL OF COVENTRY. 


FRANCIS COTES, B.A. 


80 Portrait cf Barbara Countess cf Coventry (died 1802), second 
wife of the sixth Earl of Coventry, daughter of Lord St. 
John of Bletsoe, half-length, in a white dress with pink 
cloak, head turned to the left, fondling a dove; background 
of woodland scenery and sky ; 


Signed and dated 1767 
Pastel 30 in. by 234 in. 


[See ILLUSTRATION. | 


SIR JOSHUA REYNOLDS. 


81 Portrait of George William, sixth Earl of Coventry, halt- 
length, turned to the left, in blue dress, white lace cravat 
and white wig; dark background 


Canvas 30 in. by 25 in. 


SIR GODFREY KNELLER. 


52 Portrait of the first Earl of Coventry, in scarlet robes, long 
wig, turned to the left, three-quarter-length, his left hand 
resting on his coronet placed on a table; painted on his 
creation as first Earl of Coventry 
Signed and dated 1720 


Canvas 504 in. by 404 im 


SIR GODFREY KNELLER. 


83 Portrait of Elizabeth, wife of the first Earl of Coventry, three- 
quarter-length, in blue dress and brown cloak, standing 
by a pedestal on which is seen her coronet 


Canvas SOS. by 404 in. 


EN 


SIR WILLIAM BEECHEY. 


4 Portrait of Frederick Coventry, grandson of the sixth Earl of 
Coventry, three-quarter-length, in black coat and white 
cravat, standing by a column holding a book in his left 
hand 


Signed and dated 1810 
Canvas 50S in. by 40 in. 
*" The picture was painted when Mr. Frederick Coventry 


was at Oxford (Christ Church College shown in the back- 
ground). 


The Property of Z.-Com. Fobn Moore heath, z.v. 
Brook Farm, Emsworth, Hants. 


OPIE. 


85 Portrait of Admiral Sir Graham Moore as a Midshipman; he 
was a younger brother of Sir John Moore of Corunna 
(born 1764, died 1843), entered the Navy 1777, on the 
back of the old frame was written “ Painted for Doctor 
Allen in 1777.” 


Canvas , 24 in. by 20 in. 


ot 


The Property of Mrs. LE. LZ. Fenings. 
Gladswood, Boyne Park, Tunbridge Wells. 


AMERICAN SCHOOL. 
18th Century. 


6 ©Portrait of Dr. Beilby Porteus, late Bishop of London, and of 
Newbottle, Virginia, America (1731-1809), half-length, 
turned to the left, in black and scarlet robes 


Canvas 30 in. by 25 in. 


AMERICAN SCHOOL. 
18th Century. 


87 =Portrait of Edmund Jennings, Esq., of the Middle Temple, 
and of Annapolis, America (1731-1819), half-length, 
turned to the right, holding scroll dated July 4th, 1776 
(probably a copy of the Declaration of Independence), 
half-length, in plum coloured coat 


Canvas 30 in. by 25 in. 


DENNER. 


58 Portrait of an Old Man, bust, turned to the left 


Canvas 22in. by 18 in. 


AMERICAN SCHOOL. 
18th Century. 


89 Portrait of Colonel Edmund Jennings, Superintendent of 
Indian Affairs, one of the Supreme Council of America, 
acted as Deputy Governor of Virginia and Maryland, bust, 
in brown coat and white wig 


Canvas 23 in. by 20 in. 


35 
AMERICAN SCHOOL. 
18th Century. 


9C Portrait of the wife of Colonal Edmund Jennings, bust, in 
feigned oval, wearing pearls in hair and round her neck 


Canvas 23 in. by 19 in. 


THOMAS WEBSTER, &.A. 


91 Portrait of the Artist 
Panel 18 in. by 14 in. 


ENGLISH SCHOOL. 
18th Century, 


92 Portrait of a Gentleman in long wig, bust 


Canvas, oval 141n. by 12 in. 
a 


The Property of a Collector. 


JAN VAN DE CAPELLE. 


93 Calm Sea with shipping 
Signed and dated 1661 


Panel 17 in. by 22 in. 
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The Property of a Gentleman, 


CORNELIS POELENBURG. 


94 Classical Landscape with ruins and figures 
Signed with initials 


Panel 12in. by 15 Ww. 


F. MIERIS. 


Venus and Adonis 


c 


Signed and dated 


Panel 1Vhin. by 24 in. 


BOTH. 


96 Landscape at sunset with a peasant woman with a dog and two 
donkeys in the foreground 


Panel 19 in. by 17 tn. 


FLEMISH SCHOOL. 
7th Century. 
97 Rocky Landscape with figures in the foreground 


Panel 14h in. by 19 in. 


C. H. SCHWANFELDER. 
98 <A dappled-grey Horse outside a stable 
Signed 


Vis 4 aor ‘ 
Canvas 26 n. by 33 1n, 
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P. DE .WINT: 


99 Black Gang Chine 


Canvas 20 in. by 24 in. 
BAPTISTE. 
100 Flower Piece: A Cluster of mixed Flowers in a basket on a 
ledge 
Canvas 21%. by 32 in. 


J. VAN OUDENROGGE. 


101 Dutch Riverscape with rustic buildings on the far side of the 
stream, and two fishermen about to enter a boat on the 
near shore 


Signed and dated 1657 
Panel 23 in. by 33 in. 


JAMES STARK. 
102 Landscape with a road under trees, figures and cattle 


Panel 21in. by 3210. 


BERCHEM. 


103 An Italian City with cattle watering in the foreground 
bears signature 


Panel 14 in. by 19 in. 


A Ase BB 
104 Bishops’ Bridge, Norwich, c. 1840 


Canvas | 28 in. by 36 in. 


L05 


LOG 


107 


108 


109 


110 
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Cc. W. E. DIETRICH, 


An Italian Landscape with figures 


Canvas 380i. by 25 in. 


Wis 


Wooded Landscape with a distant view of a river on the left 
Signed “ M. H.” 


Canvas 33 in. by 27 in. 


WRIGHT OF DERBY. 


Composition of three half-length Figures by candle-light 


Canvas 42in. by 35 wm. 


DE HEEM. 


Still Life: Fruit, etc., on a table 


Canvas 385 in. by 51 in. 


We io aie 


Waiting for the Carrier 
Canvas L8han. by 14 in. 


GEORGE VINCENT. 
1821. 
Cottage Scene with figures 


Canvas } 29 1n. by 36 in. 


112 


113 


114 


115 
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DE HEEM. 
Still Life: Fruit, large silver jug, lobster, 


Canvds 


EDWIN ELLIS. 
Noon-tide 
Signed 


Canvas 


EUGENE ISABEY. 
The Return to Port, Honfleur, 1835 


Canvas 


ROBERT CLEVELEY. 


Seascape: Choppy Sea with shipping, 
masted man-o’-war 
Signed and dated 1874 


Water-colour 


Warious Owners. 


A. GEDDES. 


etc., on a table 


33 um. by 52 in. 


35 in. by 60 in. 


388 in. by 52 in. 


including a three 


fas 


L 


> 


in. by 24 in. 


. 


~~ 
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Portrait of Miss Margaret Wardrop, bust, in white dress 


Canvas 


18h in. by 154 in. 
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MARGARET CARPENTER. 
116 Portrait drawing of Louisa and Hdith Manson 
Signed 


Coloured chalks on blue paper 14in. by 20 iW. 


SIR J. WATSON: GORDON, £.ia Ayia 
11% Portrait of a Gentleman, half-length, turned to the left 
Canvas 30 in. by 25 %N. 


A. VAN BEYEREN. 


118 A picturesque arrangement of fruit, china, glass, etc., on at 
Oriental rug placed on a table with veined marble top 


Canvas 29 wn. by 38 wm. 


** James Simon collection. 


J. SUSTERMANS. 


119 Portrait of a Lady, three-quarter-length, turned to the right, 
in black dress with white ruff collar, fan in her left hand, 
her right hand holding a book of prayer resting on a 
table with a red cover 


Canvas 49 in. by 38 in. 


FRANCIS WHEATLEY. 
120 Scene from “ Twelfth Night ” 


Canvas 50 in. by 40% in. 
** Sold with a certificate from Mr. W. Roberts. 


4] 


Che Property of DZteCol. Fobn Murray, v.s.o. 


50, Albemarle Street, W.1. 


REYNOLDS (AFTER). 


121 Portrait of G. Baretti, half-length, turned to the left, reading 
a book through his magnifying glass 


Canvas 30 in. by 25 10. 


REYNOLDS (AFTER). 
122 =Portrait of Oliver Goldsmith 


Canvas 29 in. by 24 in. 


POUSSIN. 
123 Romantic Landscape 


Canvas 13 in. by 48 in. 


COOKE. 


124 Seascape: A Choppy Sea with shipping 


Canvas 20 in. by 30 in. 


J. JACKSON, fA. 


125 Portrait of Captain Lyon (1795-1832), African traveller, 
half-length, turned to the right, arms folded, holding a 
telescope, in furred dress 


Canvas 301: by 25 in. 
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J. JACKSON, B.A. 


Portrait of Sir William Edward Parry (1790-1855), haif- 
length, in naval uniform, turned to the left 


Canvas 30 in. by 25 wm. 


T) PHILLIPS) FA. 


Portrait of Major Denham (1786-1828), African traveller, 
half-length, turned to the left 


Canvas 30 in. by 25 in. 


BROCKDEN. 


Portrait of Richard Lander (1804-1834), African traveller, 
half-length, turned to the right 


Canvas 30 in. by 25 in. 


J. DACKSO Nga: 


Portrait of Capt. Clapperton (1788-1827), African explorer, 
in naval uniform, almost facing 


Canvas | 30 in. by 25 in. 


T, PHILLIPS) Ri, 


Portrait of Mrs. Somerville in blue dress and fur stole, head 
to left . 


Canvas 30 in. by 25 in. 


A Mpaei ed MEW MUU RE CT fips 0k 
Portrait of Thomas Campbell, half-length, head to right 


Canvas 36 in. by 28 in. 
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I, Sry BABE: 
132 Portrait of Ugo Foscolo (1778-1827), the Italian patriot and 


poet, an exile in London for eleven years, half-length, 
head turned to right, hands folded, landscape distance 


Signed and dated “ Florence, 1813 ” 


Canvas 281n. by 22 in. 


L. ROBERT. 
$33 Scene with Italian banditti 


Canvas 184in. by 144 in. 


HENRY WALTON. 


134 Portrait of Sir John Fenn, bust in uniform, head to right 
Inscribed at the back: “John Fenn, August, 1775, 
Henry Walton pinxt, nat. 1739 ” 


Panel, oval 9Sin. by 7 in. 


NASMYTH. 
135 Portrait of Sir Walter Scott 
Panel 17Z in. by 16h in. 


A ay AS ILY Ci. 


136 A Scotch Landscape 
Canvas 13 in. by 18 in. 


GUIDO. 


137 ‘The Immaculate Conception 


Canvas 123 in. by Yin. 


PRAM. | 
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| 1856. ta eae ‘ 
138 A Coast Scene at low tide | | at 
Signed and dated ees 4 Be 


Canvas : | 7 
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SOTHEBY & Co.’s 


SALE OF 


Valuable Pictures by Old Masters. 


MAY 15th, 1929. 


PRICES AND BUYERS’ NAMES. 


LOT BST ei: LOT FES Be TPL 
1 Bellisi 38 0 0 33 Hawkins Ze O 
2 Leger 7 Ose aa 34 
3 Murray ee tie ep bowels: COR TG 
4 Glen re SLO ee acl OUNwe Lite Wee. rier (hae) 
5 Rothschild SON Oe 0 37 Dent ey ii aUlteent 
6 Murray . 26 0 0 38 Dent 140 0 0 
7 Hermann 290 0 0 39 Cardoza 50. 0178 
8 ‘Tennant Sn G 40 Sabin, W. .. oo eed 
9 ‘Tennant 57.0 7u 41 Fatio ber 2G 
10. Leger 520 0-0 42 Van Duren his ING 

11 Leger LEO 0 424 Gibbs 388 0 0 

12 Manenti De oe O 43° Dent Leet Oh 6 
13 Bisel Slee ue) 0 44. Pent 48 0 0 

14 Bellisi ne Tee 0 45 Rethel Gar Ox 0 

Li @ilark, H. M. 41;850° 50 0 46 Hewett sae tee bs) 

16 Stanford 200 0 O 47 Bentley . 48 0 0 

17 Collie See Uw 48 West Gar 

18 Borenius, Dr. ...520 0 0 49 Dent 3 bE ORD 

19%, Borenius, Dr. 2.200 70 <0 50 Sabin, W. ... 90 0 0 

20 Hieger Lees 0 51 Lewis, H. A. Gate 0 

21 Fenouil Pea) AD 52° Corms : Loads 20 

22 Hermann 50 0 O 53 Wil .a#rawn 

23 Hermann eer OO 54. Dulas .:. 14 0 0 

24 Benson . 42 0 0 54a Duits, A. ... GEO 

25 Ackermann eee () 548 Rethel 4 toe Oe 0 

26 Pinker tad ES 54c Duits, A. ... Hie: ere () 

27 Hermann eet) 54p Hewett Spe (raat) 

28 , = 546 Ackermann oN tie OD 

ay Borenius, Dr. 650 0 0 eat tes aka BWige aay 

30 Carpenter, L. 5 0 0 56 Roberts, Mrs. 60 0 0 

31 Hawkins peu OU 57 Passed eon. ee 

32 Van Duren 16 *0 0 58 Williams & Sutch 60 0 0Q 


oe 
Leger mo EID 
PASO s tet Pera 2 0 
Northumberland, 

Duke of 1,500 0 
Henson 22001 0 
Sabin (Bond St.) 

1,150 0 
Mason 220 0 
Sampson 000 0 
West Sater cal eHat) 
Mason eh te LOR We 
Waters Spey Be wa ni 
Carpenter, L. ... 12 0 
Larsen Perey ont, 
Betts, A. L. 40 0 
Thackeray ... 2,100 0 
Vicars 3,000 0 
Tooth 1,500 0 
Tooth oe, (U0) 0 
aR DeOD Goo) anamioes v) 
Wise Sire hee ant 
Turner Sembee rca heh mu) 
Mason Pei meais ah Vouk) 
West .550 0 
Tooth due, va 4800) 0 
Feldasan ... 20. 38) 0 
Feldman ~ ,.. 4... 5a 0 
Ware w vec cL ODE 1) 
Greenidge ... ... 26 0 
Jenings ... 38 0 
Sabin (Bond St. )255 0 
Pert, 8 i ere 
Sabin, W. 105 0 
Howard, Najor. 50 0 
Jenings {Sak eae 
Jenings beg) zee FORD 
Frieger 1,250 0 
Waters sdahy Sie GAO 
Dent scab ieee he 
Combe vipale tee 
Betts ee eee Yi) 
Combe eb ioe eee 
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LOT 6g. 
99 Fell PP eke, Lee 
100 Fell fo Aig | ae 
TO. Diegsie: 3c. Bb ee 
102 Fell Gai), een 
103) Stenman <i ene 
104° Coleman ... ... 82 0 0 
108: “Cardoza... Sis eee 
106 Ware .140 0 0O 
TOL) Pasdedé 335." 3.% 
108° <Combe.4 +2. Si a eee 
109 Ware rae Motes ey 
T1L0™ Skinner A. ee ee ee 
Ld, Davis, 4H. > ated O 9 
112. Ware vi ee ae 
113 Hermann cee Deo 
r14 USkinner”..4) 733 eeeeaeee 
115. Bentley +... 5 eee 
116 Shaw JS EL ee 
117° Passed 

118 Deazle 720 .0 O 
119 Mason To Ui 
120 West TIO ae 
121 Passed Les 

122 Halliday . sie, OM teams 
123 Rethel ‘sijelo oa 
124 Wise dese eek oe ene 
125 Borenius, Dr. ... 40 0 0 
126 Carrol Gallery... 50 0 0 
127° Stewart ... ... 180 40 
128° Stewanb .. 7. TO): OH 
TRO * hep eait Ors.” oie one ae 
130° Legratt, «2 4.5) 00720) 
131 West SN wae elon ae 
132 Mond -t3. eto 
133 Rethel tien! (ba) ae ea 
134. Réberta; We - ... 128" 0° 0 
135° Saeevers oli soot) Se ne 
136 Passed 

137 Rethel ie eden Te 
138 Carrol Gallery... 4 0 0 
Total of Sale ... £25,858 4 0O 
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